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Members in Attendance: 


Joseph F. Tulimieri, Chairman 
Eugene Lucarelli, Esq. 
Suzanne Rivitz, AIA 
Pamela Heidell 
Paul Maloy, PE 


Docket No. 3442, John V. Hurd & Christine M. Masci, of 573 Summer Street, Arlington, Massachusetts applied fora 
Variance for the purpose of front yard parking, which would entail constructing retaining walls to create the driveway, 
this is allowed by Variance under Article 8 (Off street parking and loading regulations), Section 8.07 (Parking in 
Residential Districts), of the Zoning Bylaw for the Town of Arlington. Presenting the case was the petitioner, John V. 
Hurd. The petitioner requested a continuance until April 24,2012, the hearing was closed and the Board granted 
the petitioner's request. 



